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LOCAL AND TEMPORARY LAWs-1960
clude and be comprised of that area in Oconee County lying just east
of the Town of Seneca and adjacent to Little River, and more par-
ticularly set forth and delineated as follows:
All that certain area beginning at the point of intersection of
the center lines of S. C. Highway No. 130 and a County Road
in front of the Newry-Corinth School; thence in a Northerly
direction, along the center line of S. C. Highway No. 130, to
a point north of the Abney Mills water reservoir; thence in a
Northeasterly direction, leaving the center line of the S. C.
Highway No. 130 and passing just north of the Emmanuel
Holiness Church to a point on the waters edge of Little River
reservoir; thence in an Easterly direction along the waters
edge of Little River reservoir to a point; thence in a South-
easterly direction passing just east of the Abney Mills office,
to a point on the center line of what is commonly known as the
River Road leading from Newry to the Clemson-Seneca High-
way; thence in a Southwesterly direction to a point in the cen-
ter of a branch and south of the Newry Church of God; thence
in a Westerly direction to the center line of the County Road
and running along the center line of the County Road to point
of beginning and the boundary being more fully shown on map
of the Abeney Mills-Courtenay Plant, Newry, S. C. dated
8-24-59 with the boundary being outlined by J. Hearst Coleman,
C. E. & L. S., on April 27, 1960.
SECTION 2. To be managed by a conmission-members--ap-
pointments-terms-vacancies.-The District shall be operated,
managed and governed by a commission, to be known as "Courtenay
Water, Sewer and Electric District Commission". The Commission
shall consist of three resident electors of the District. The original
members of the Commission shall be appointed by the Governor, upon
the recommendation of a majority of the Legislative Delegation of
Oconee County, including the Senator. These appointments shall be for
terms of two years for one member, four years for the second member
and six years for the third member, and until their successors shall
have been appointed and qualify. Thereafter, one commissioner shall be
elected at each State biennial election. In the event of a vacancy which
would exist for more than six months, the same shall be filled by ap-
pointment of the Governor, upon the recommendation of a majority of
the Legislative Delegation of Oconee County, including the Senator.


